L\GVIP 


Gateway Vehicle Inspection Program 


2021 Annual Report 


June 2022 


Prepared By 


Missouri Department of Natural Resources 
Division of Environmental Quality 
Air Pollution Control Program 


Reports and Data Required by Federal Rule 


Reports below are in the order of federal regulation. Federal requirements are in bold type and 
the Missouri Department of Natural Resources’ response follows each requirement. Responses 
that are data tables are found in the Attachments. 


TITLE 40--PROTECTION OF ENVIRONMENT 
CHAPTER I--ENVIRONMENTAL PROTECTION AGENCY 
SUBCHAPTER C--AIR PROGRAMS 


PART 51--REQUIREMENTS FOR PREPARATION, ADOPTION, AND SUBMITTAL 
OF IMPLEMENTATION PLANS 


SUBPART S--INSPECTION/MAINTENANCE PROGRAM REQUIREMENTS 


§ 51.366 Data analysis and reporting. 


Data analysis and reporting are required to allow for monitoring and evaluation of the 
program by program management and the Environmental Protection Agency (EPA), and 
shall provide information regarding the types of program activities performed and their 
final outcomes, including summary statistics and effectiveness evaluations of the 
enforcement mechanism, the quality assurance system, the quality control program, and 
the testing element. Initial submission of the following annual reports shall commence 
within 18 months of initial implementation of the program as required by Sec. 51.373 of 
this subpart. The biennial report shall commence within 30 months of initial 
implementation of the program as required by Sec. 51.373 of this subpart. 


(a) Test data report. The program shall submit to EPA by July of each year a report 
providing basic statistics on the testing program for January through December of the 
previous year, including: 

(The following responses cover data gathered from January through December 2021. See 
Attachment | for a Summary of information from Attachments 2-16.) The attached 
addendum defines data analysis parameters. 


(1) The number of vehicles tested by model year and vehicle type; 
See Attachment 2 — (1) The number of vehicles tested by model year and vehicle type 


(2) By model year and vehicle type, the number and percentage of vehicles: 
(i) Failing initially, per test type; 
See Attachment 3 — (21) Vehicles Failing Initially 


(ii) Failing the first retest per test type; 
See Attachment 4 — (2ii) Vehicles Failing the First Retest 


(iii) Passing the first retest per test type; 
See Attachment 5 — (2111) Vehicles Passing the First Retest 


(iv) Initially failed vehicles passing the second or subsequent retest per test 


type; 
See Attachment 6 — (2iv) Vehicles Passing the Second or Subsequent Retest 


(v) Initially failed vehicles receiving a waiver; and 
See Attachment 7 — (2v) Initially Failed Vehicles Receiving a Waiver 


(vi) Vehicles with no known final outcome (regardless of reason). 
See Attachment 8 — (2vi) Vehicles with No Known Final Outcome 


(vii) - (x) [Reserved] 


(xi) Passing the on-board diagnostic check; 
See Attachment 9 — (2x1-xii) Vehicles Passing/Failing the On-Board 
Diagnostic Test 


(xii) Failing the on-board diagnostic check; 
See Attachment 9 — (2x1-xii) Vehicles Passing/Failing the On-Board 
Diagnostic Test 


(xiii) Failing the on-board diagnostic check and passing the tailpipe test (if 
applicable); N/A 


(xiv) Failing the on-board diagnostic check and failing the tailpipe test (if 
applicable); N/A 


(xv) Passing the on-board diagnostic check and failing the I/M gas cap 
evaporative system test (if applicable); N/A 


(xvi) Failing the on-board diagnostic check and passing the I/M gas cap 
evaporative system test (if applicable); N/A 


(xvii) Passing both the on-board diagnostic check and I/M gas cap 
evaporative system test (if applicable); N/A 


(xviii) Failing both the on-board diagnostic check and I/M gas cap 
evaporative system test (if applicable); N/A 


(xix) MIL is commanded on and no codes are stored; 
See Attachment 10 — (2xix) MIL is Commanded On and No Codes Are 
Stored 


(xx) MIL is not commanded on and codes are stored; 
See Attachment 11 — (2xx) MIL is Not Commanded On and Codes Are 
Stored 


(xxi) MIL is commanded on and codes are stored; 
See Attachment 12 — (2xxi) MIL is Commanded On and Codes Are Stored 


(xxii) MIL is not commanded on and codes are not stored; 
See Attachment 13 — (2xxii) MIL is Not Commanded On and Codes Are 
Not Stored 


(xxiii) Readiness status indicates that the evaluation is not complete for any 
module supported by on-board diagnostic systems; 
See Attachment 14 — (2xxiii) Vehicles Failing the Readiness Status 


(3) The initial test volume by model year and test station; 
See Attachment 15 — (3) Initial Test Volume by Model Year and Test Station 


(4) The initial test failure rate by model year and test station; and 
See Attachment 15 — (4) Initial Test Failure Rate by Model Year and Test Station 


(5) The average increase or decrease in tailpipe emission levels for HC, CO, and 
NOsx (if applicable) after repairs by model year and vehicle type for vehicles 
receiving a mass emissions test. N/A 


(b) Quality assurance report. The program shall submit to EPA by July of each year a 
report providing basic statistics on the quality assurance program for January through 
December of the previous year, including: 


(1) The number of inspection stations and lanes: 
There were a total of 1,090 GVIP licensed stations with 1,221 analyzers operating at 
some point during 2021. This includes both public and private stations. 


(i) Operating throughout the year; and 
There were 722 GVIP licensed stations with 758 analyzers in operation for the 
entire year of 2021. This includes both public and private stations but does not 
include Worldwide Environmental Products, Inc. (WEP), Missouri State 
Highway Patrol (MSHP), or Missouri Department of Natural Resources 
(Department) stations/analyzers. These would account for an additional 
19 stations and 19 analyzers. 


(ii) Operating for only part of the year; 
In addition to the stations noted above there were 368 GVIP licensed stations 
with 463 analyzers that operated less than 12 months out of the year. 


(2) The number of inspection stations and lanes operating throughout the year: 
(Audit numbers may have been affected by the COVID-19 Pandemic.) 
(i) Receiving overt performance audits in the year; 
There were 5,384 overt audits of GVIP stations that were performed in 2021. 
Of these, the Department performed 27 (which included 27 analyzers) and the 
MSHP performed 5,357 (which included audits of all analyzers at the station). 
This indicates that every station and every analyzer operating for any period 
of time during the year received at least one overt performance audit. 


(ii) Not receiving overt performance audits in the year; 
All stations received at least one overt performance audit during this period; 
many received multiple audits. 


(iii)Receiving covert performance audits in the year; 
There were 126 in-station covert audits of licensed stations were performed in 
2021. The Department performed 3 of these, due to pandemic restrictions, and 
MSHP performed 123. 


In addition to the above, the Department conducted data investigations 
regarding various aspects of the GVIP, such as Vehicle Identification Number 
(VIN) mismatches, On-Board Diagnostic (OBD) “fingerprint” mismatches, 
odometer decreases, multiple 'readiness monitor fails' on the same vehicle, 
and 'Repair Verification’ action regarding problem waivers. In 2021, the 
Department conducted 615 such audits. The station is unaware of this type of 
audit which is typically done remotely; therefore, we consider them covert 
performance audits as well. 


Finally, the Department conducts a ‘repair audit’ with each waiver application 
to ensure the repairs made are appropriate and well documented. Again, as the 
station is unaware of these audits, we consider them an additional type of 
covert performance audit. The Department conducted 200 repair audits on 
137 stations in 2021. 


(iv) Not receiving covert performance audits in the year; and 
Through a combination of physical covert audits of the station and the above 
mentioned data audits conducted by the Department and the MSHP, 
741 stations under the GVIP received at least one covert performance audit in 
2021. 


(v) That have been shut down as a result of overt performance audits; 
One inspection station had licenses suspended or revoked as a result of overt 
performance audits by the MSHP. 


(3) The number of covert audits: (Audit numbers may have been affected by the 
COVID-19 Pandemic.) 
The Department conducted a total of 1,885 covert station and inspector audits in 
2021. As noted in previous reports, the MSHP does not have a vehicle with “set to 
fail” capabilities. 


(i) Conducted with the vehicle set to fail per test type; 
Of the above number, three were physical (in person) audits. This is due to 
pandemic restrictions. Each vehicle available to the Department is set up with: 
1) A Diagnostic Trouble Code (DTC) embedded in it by a technical 
service center. This ensures that every covert vehicle will fail, at a 
minimum, the OBD test for DTC reasons; 
2) The ability for the Department auditor to allow the Malfunction 
Indicator Lamp (MIL) to illuminate as it should or to be turned off; 
3) The ability to disconnect the catalytic converter, causing it to fail the 
emissions equipment section of the safety inspection. 


(ii) Conducted with the vehicle set to fail any combination of two or more test 
types; 
The Department performed three covert audits with the vehicle set to fail any 
combination of two or more test types in 2021. 
¢ All three were set to fail both OBD MIL & OBD DTC. 
¢ Of those, three were set to fail OBD MIL, OBD DTC and Safety. 


(iii) Resulting in a false pass per test type; 
All covert audits in 2021 resulted in an overall failure for the vehicle’s 
emissions inspection. Zero covert audits resulted in a false pass for the MIL 
Verification Test as a result of the Inspector/Mechanic passing this test 
although the MIL was mechanically set to not illuminate by the Department 
auditor. 


No false passes were recorded for OBD DTC or Readiness. 
There were zero false results for the vehicle’s safety inspection. 


(iv) Resulting in a false pass for any combination of two or more test types; 
None of the covert audits for a vehicle set to fail resulted in a false pass in 
2021. In addition, none had false passes for more than one test type. 

(v) - (viii) [Reserved] 


(4) The number of inspectors and stations: 
(i) That were suspended, fired, or otherwise prohibited from testing as a 
result of covert audits; 
Thirteen Inspector/Mechanic licenses were suspended or revoked as a result of 
covert audits by the MSHP and/or the Department. 


(ii) That were suspended, fired, or otherwise prohibited from testing for 
other causes; and 
Not all suspensions were the result of an audit conducted by the MSHP. 
Others were a result of inspector/mechanic or station monitoring. 


(iii) That received fines. 
The Department collected penalties on six stations and zero individual 
Inspector/Mechanics in 2021. 


(5) The number of inspectors licensed or certified to conduct testing; 
There were approximately 4,219 Inspector/Mechanics licensed to conduct testing 
under the GVIP in 2021. 


(6) The number of hearings: 
(i) Held to consider adverse actions against inspectors and stations; and 
The MSHP conducted no hearings with Inspector/Mechanics under the GVIP. 


(ii) Resulting in adverse actions against inspectors and stations; 
There was no resulting enforcement action, as no hearings were conducted by 
the MSHP. 


(7) The total amount collected in fines from inspectors and stations by type of 
violation; 


In February 2021, the Department finalized a $2,000 settlement with TEAM CAR CARE 
EAST, LLC, Jiffy Lube 753 Station No. 115214, for 1 clean scan violation. 


In February 2021, the Department finalized a $4,000 settlement with TEAM CAR CARE 
EAST, LLC, Jiffy Lube 465 Station No. 096560, for 2 clean scan violations. 


In April 2021, the Department finalized a $2,000 settlement with BREX, INC. d/b/a Car 
X Auto Service, Station No. 115242, for 1 documented clean scan violation. 


In July 2021, the Department finalized a $1,700 settlement with Auto Plaza Ford Inc., 
Station No. 050023, for 1 documented clean scan violation. 


In July 2021, the Department finalized a $40,000 settlement with ET Automotive Group, 
L.L.C., Station No. 036029, for installing 10 aftermarket components and performing 
10 fraudulent emissions inspections. 


In October 2021, the Department finalized a $1,600 settlement with SAPAUGH 
MOTORS, INC., for 1 documented clean scan violation. 


(8) The total number of covert vehicles available for undercover audits over the 
year; and 
There were four Department owned vehicles and three MSHP vehicles used to 
perform covert audits during this reporting period. 


(9) The number of covert auditors available for undercover audits. 
During this reporting period, the Department had three staff members available for 
covert audits. The MSHP had nine staff available to perform covert audits. 


(c) Quality control report. The program shall submit to EPA by July of each year a report 
providing basic statistics on the quality control program for January through 
December of the previous year, including: 


(1) The number of emissions testing sites and lanes in use in the program; 
In 2021, there were 1,090 GVIP licensed stations and 1,221 in operation at some 
point (as noted above, this excludes WEP, Department, and MSHP stations and 
analyzers). 

(2) The number of equipment audits by station and lane; 
All overt audits conducted by the Department and MSHP are also equipment audits. 
The Department conducted 27 audits and the MSHP conducted 5,357 audits. 


In addition, Department auditors routinely audit software. They assist in development 
of acceptance test procedures and also participate in acceptance testing on all 
software versions released during the calendar year. They provide approval or request 
additional modifications as appropriate. 


(3) The number and percentage of stations that have failed equipment audits; and 
An equipment inspection failure occurs when a station has items such as unauthorized 
printers or cameras. No stations failed inspections for equipment violations. 


(4) Number and percentage of stations and lanes shut down as a result of equipment 
audits. 
No stations were locked down until the equipment was fixed as a result of equipment 
audits. 


(d) Enforcement report. 


(1) All varieties of enforcement programs shall, at a minimum, submit to EPA by 
July of each year a report providing basic statistics on the enforcement program 
for January through December of the previous year, including: 

(i) An estimate of the number of vehicles subject to the inspection program, 
including the results of an analysis of the registration database; 
According to the Missouri Department of Revenue’s (DOR) vehicle 
registration database, 1,580,975 vehicles, passenger and truck, regardless of 
Gross Vehicle Weight Rating (GVWR), were registered in St. Louis City, and 
the counties of Jefferson, Franklin, St. Charles, and St. Louis in 2021. 


(ii) The percentage of motorist compliance based upon a comparison of the 
number of valid final tests with the number of subject vehicles; 
The Department separates tests completed for any given vehicle, defined by 
its VIN, from the total of all the tests completed by stations in a given year. 
For the reporting year 2021, GVIP inspection stations performed 822,242 
initial emission tests. These tests may include vehicle transfers (used vehicles 
sold and required to be reinspected) along with some federal, state, and local 
government fleet vehicles that are not on the registration database. 


Assuming that roughly half of the 1,580,975 vehicles should be emission 
inspected during each year of the GVIP, then 790,488 vehicles should have 
received an emission test. However, a more accurate measure of compliance 
may be found in Attachment 8 (2vi-Vehicles with No Known Final Outcome), 
which indicates that 5,327 vehicles were initially tested but never passed an 
emissions inspection or received a waiver. When compared to the 822,242 
initial inspections, this indicates a non-compliance rate of 0.65%and in turn a 
compliance rate of 99.35%. 


An initial test is defined as the first successful test a vehicle receives in a test 
cycle. A test cycle is any event that would trigger a requirement for a vehicle 
to receive a test. A successful test is a test that did not fail because of 
readiness, connection, or communication reasons. A vehicle’s test count is 
reset to 1 if the vehicle passes an emissions test, 90-days pass since the 
previous test, or a waiver is issued. With the above logic in mind, a vehicle 
may receive multiple initial tests within a calendar year. As 822,242 initial 
emission tests were recorded in 2021, and there were an estimated 790,488 
vehicle registrations within the GVIP area, the compliance rate would exceed 
100%. The poor correlation of the initial tests versus the vehicle registrations 
is likely due to vehicle transfers, vehicles purchased within the GVIP area and 
registered elsewhere in the state, and vehicles tested and not sold within the 
calendar year. 


(iii) The total number of compliance documents issued to inspection stations; 
All compliance documents are stored on the Missouri Decentralized 
Analyzer System (MDAS) unit in the inspection lane. Because of this 
feature, they are printed on an as required basis so the number issued would 
correlate directly to the number of inspections performed or passed as 
appropriate. 


(iv) The number of missing compliance documents; 
As noted above, a complete set of compliance documents are stored on the 
MDAS unit in each lane and are available to be printed on an as needed 
basis. 


(v) The number of time extensions and other exemptions granted to 
motorists; and 
Cost-based emissions waivers are available if a motorist has spent more than 
$450 on emissions-related repairs and labor if a Missouri Recognized Repair 
Technician performs the repairs. If the vehicle owner performs the repairs, the 
owner must spend at least $400 in qualified emissions-control parts, as 
determined by the EPA, toward the waiver amount. If vehicle owners are 
financially dependent solely on state and federal disability, benefits or other 
public assistance programs and anticipate failing the emissions test, they may 
receive a waiver if they spend at least $200 on emissions-related repairs and 
labor. The Department granted 132 cost-based waivers in 2021. 


Out-of-area waivers are also available. If a vehicle is registered in the 

St. Louis ozone nonattainment area, but operating outside of that area for the 
following 24 consecutive months, owners may apply to the Department for an 
out-of-area waiver. Examples include vehicles utilized by companies or 
organizations based in the GVIP area but operated outside of the St. Louis 
area. Out-of-area waivers, valid for the period of registration, are given to 
motorists of such vehicles. The Department granted 289 Out-of-area waivers 
in 2021. 


Reciprocity waivers are also available. If a vehicle is in a state other than 
Missouri and that state conducts pass/fail OBD testing, the motorist may 
choose to have the vehicle emissions inspected in that state and submit a 
reciprocity waiver application to the Department. The Department also uses 
these as “Technical Waivers.” The Department granted 50 reciprocity waivers 
in 2021. 


Mileage-Based Exemptions are also available. There are 3 categories of motor 
vehicles eligible for mileage-based exemptions: 

1) New motor vehicles, of model years of the current calendar year and 
within 2 years of the current calendar year that have an odometer 
reading of fewer than 6,000 miles at the time of original sale by a 
motor vehicle manufacturer or licensed motor vehicle dealer to the 
first user; 

2) New motor vehicles that have not been previously titled and 
registered, for the 4-year period following their model year of 
manufacture, that have an odometer reading of fewer than 40,000 
miles showing at the first required biennial safety inspection; and 

3) Motor vehicles that are driven fewer than 12,000 miles between 
biennial safety inspections. 

The Department granted 2,392 mileage-based exemptions in 2021. 


(vi) The number of compliance surveys conducted, number of vehicles 
surveyed in each, and the compliance rates found. 
No parking lot surveys or other compliance checks were conducted during the 
reporting period. 


(2) Registration denial based enforcement programs shall provide the following 
additional information: 

(i) A report of the program’s efforts and actions to prevent motorists from 
falsely registering vehicles out of the program area or falsely changing 
fuel type or weight class on the vehicle registration, and the results of 
special studies to investigate the frequency of such activity; and 
Real Time Inspection Data/Paperless Inspection Verification 
Each lane is connected to the VID using a dedicated Internet connection at the 
inspection station. At the completion of each vehicle inspection, the lane 
software automatically uploads the inspection data to the VID, where it then 
becomes immediately available to the DOR contract license offices and online 
registration system for inspection verification. As a result of this real time 
paperless inspection verification system, GVIP has simplified registration 
verification and increased registration integrity for St. Louis area DOR 
contract license offices. Contract license offices have the ability to quickly 
identify fraudulent vehicle inspection reports (VIRs) that motorists attempt to 
use to bypass the vehicle inspection requirements. Contract license offices 
now contact the Department as soon as such attempts have been made so that 
the Department and MSHP can initiate immediate investigation of the source 
of these fraudulent VIRs. 


In addition to the ability to use real time inspection data and paperless 
verification, the GVIP program utilizes the Sierra Look-Up Table data and 
POLK VIN Decode data to define the vehicle for the Inspector/Mechanic, 
including the GVWR and fuel type. The DOR also has a data sheet with 
information regarding manufacturer types and weight classifications based on 
VIN. WEP, the contractor, has developed a service that allows DOR to utilize 
National Highway Traffic Safety Administration (NHTSA) for VIN decoding 
as well. 


(ii) The number of registration file audits, number of registrations reviewed, 
and compliance rates found in such audits. 
No audits were conducted in 2021. The Department is working with WEP to 
create quality assurance reports. 


(3) Computer-matching based enforcement programs shall provide the following 
additional information: 
The Gateway Vehicle Inspection Program is primarily enforced with a registration 
denial based program rather than a computer-matching system. However, we do have 
the ability to implement some computer-matching based measures as well. As noted 
in Section (b)(2)(iii), the Department does conduct data investigation using various 
reporting tools, for example, reports which show VIN mismatches, OBD 
“fingerprint” mismatches, vehicles with multiple ‘readiness monitor fails’ and ‘Repair 
Verification’ action regarding problem waivers. 
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(i) The number and percentage of subject vehicles that were tested by the 
initial deadline, and by other milestones in the cycle; 
No quality assurance audits were performed in 2021. These reports require 
coordination between the Department, DOR, and WEP. 


(ii) A report on the program’s efforts to detect and enforce against motorists 
falsely changing vehicle classifications to circumvent program 
requirements, and the frequency of this type of activity; and 
The system utilizes the NHTSA to decode the VIN and define the vehicle. 
Changes to GVWR or fuel type require station management approval. 


In addition, the Department and MSHP staff are able to compare vehicle 
information entered in the VIR to the Inspector/Mechanic’s photographs of 
the vehicle’s VIN, rear license plate and odometer attached to the electronic 
VIR. As noted above, the Department and MSHP also frequently conduct data 
investigation using various reports including those which show VIN 
mismatches and OBD “fingerprint” mismatches to identify and address 
attempts to circumvent program requirements. 


(iii) The number of enforcement system audits, and the error rate found 
during those audits. 
As stated above, no quality assurance audits were performed in 2021. 


(4) Sticker-based enforcement systems shall provide the following additional 
information: 
The Gateway Vehicle Inspection Program is not enforced with a sticker-based 
system. Although a windshield sticker is issued to any vehicle that passes an 
emissions test or receives a waiver, the stickers are not currently used as an 
enforcement tool. 


(i) A report on the program’s efforts to prevent, detect, and enforce against 
sticker theft and counterfeiting, and the frequency of this type of 
activity; 

(ii) A report on the program’s efforts to detect and enforce against motorists 
falsely changing vehicle classifications to circumvent program 
requirements, and the frequency of this type of activity; and 

(iii) The number of parking lot sticker audits conducted, the number of 
vehicles surveyed in each, and the noncompliance rate found during 
those audits. 
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(e) Additional reporting requirements. In addition to the annual reports in paragraphs (a) 
through (d) of this section, programs shall submit to EPA by July of every other year, 
biennial reports addressing: 


(1) Any changes made in program design, funding, personnel levels, procedures, 
regulations, and legal authority, with detailed discussion and evaluation of the 
impact on the program of all such changes; and 


On January 27, 2022, the Missouri Air Conservation Commission adopted an amendment 
to 10 CSR 10-5.381 that will exempt vehicles registered in Franklin County from the 
emissions inspection requirements. The Department is working with EPA to incorporate 
the amended rule into the SIP. The exemption from emissions inspections for vehicles 
registered in Franklin County begins July 1, 2022. 


(2) Any weaknesses or problems identified in the program within the two-year 
reporting period, what steps have already been taken to correct those problems, 
the results of those steps, and any future efforts planned. 

The Department and MSHP identified areas of contract deficiencies with the 
contractor, WEP. This has resulted in decreased data provided including quality 
assurance reports. Efforts have been made to notify the contractor along with 
individual accountability for vehicles obtaining registrations without passing 
emissions inspections. 


The Department and MSHP have had ongoing conference calls with the 
contractor, as well as written communication, to strengthen the reliability and 


accountability of reporting. 


(f) SIP requirements. The SIP shall describe the types of data to be collected. 
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Addendum 


Definitions: 


e Test Cycle — Any event that would trigger a requirement for a vehicle to receive a test. 

e Initial Test — The first successful test occurring in a test cycle, any successful test that follows a passing 
test, any successful test that occurs more than 90 days after the previous test, or any successful test 
following issuance of a waiver. 

e Retest — A successful test that is not an initial test. 

e Successful Test — A test that did not fail because of readiness, connection, or communication reasons. 


(1) The number of vehicles tested by model year and vehicle type 

o The number of initial tests performed and number of waivers issued. 
(2)(i) Vehicles failing initially 

o The number of failing initial tests performed compared to the number of initial tests. 
(2)(ii) Vehicles failing the first retest 

o The number of first retests that had a failing result compared to the number of initial fails. 
(2)(iii) Vehicles passing the first retest 

o The number of first retests that had a passing result compared to the number of initial fails. 
(2)(Qv) Vehicles passing the second or subsequent retest 


o The number of retests that were not the first retest that resulted in a pass compared to the 
number of initial fails. 


(2)(v) Initially failed vehicles receiving a waiver 
o The number of vehicles that received initial tests that later received a waiver. 
(2)(vi) Vehicles with no known outcome 


o The number of vehicles that failed initially that never passed or never received a waiver 
compared to the number of initial fails. 


(2)(xi) Vehicles passing the on-board diagnostic test 
o A successful test with a passing result compared to the number of initial tests. 
(2)(xii) Vehicles failing the on-board diagnostic test 


o The number of vehicles that failed initially that never passed before the next initial test 
compared to the number of initial tests. 
(2)(xix) MIL is commanded on and no codes are stored 
o The number of initial tests where the MIL is commanded on and no codes are stored 
compared to the number of initial tests. 
(2)(xx) MIL is not commanded on and codes are stored 
o The number of initial tests where the MIL is not commanded on and codes are stored 
compared to the number of initial tests. 
(2)(xxi) MIL is commanded on and codes are stored 
o The number of initial tests where the MIL is commanded on and codes are stored 
compared to the number of initial tests. 
(2)(xxii) MIL is not commanded on and codes are not stored 
o The number of initial tests where the MIL is not commanded on and no codes are stored 
compared to the number of initial tests. 
(2)(xxiii) Vehicles failing the readiness status 
o Any test in which the monitor result is a fail compared to the total number of tests 
(including readiness fails). 


(3) Initial test volume 
o Any initial test. 
(4) Initial test failure rate 


o The sum of the initial test failures divided by the total number of initial tests. 
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